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HAROLD WEISBERG, 

Plaintiff, 

v . 

U.S. DEPARTMENT OF 
JUSTICE, st al.. 

Defendants . 


Civil Action Number 
75-0226 

IN THE UNITED STATES 
DISTRICT COURT FOR THE 
DISTRICT OF COLUMBIA 


A 


I, JOHN W. KILTY, have read the deposition taken of 

\ 

me on Friday, June 19, 1981, before Patricia E. Crum, Notary 

Public of the County of Frederick, State of Maryland, 

consisting of pages 1 through 139, and I hereby endorse it as 

my testimony (with the following exceptions): 

page j 1 , line 5 ff. — A question, or series of questions, 

appear to be missing. 

page 112, line 5 ff. - Answer should read: "No, not 

necessarily. You can do it prior to 
irradiation separation ; but, 
pre-irrad iation separation is usually 
not too good to do." 

page 119, line 26 — The last sentence of this answer should 

read: 3 . . . This _is an interviewer 

report form - FD302. 


Dated this- / day of July, 1981. 



MS 


JOB JfW. KILTY 


r 


Subscribed and sworn to before me this /V^ day of July, 


My commission expires 
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